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SCOTTISH  RITE  CATHEDRAL 
Indianapolis,  Indiana 

Located  on  North  Meridian  Street,  overlooking  the 
Indiana  World  War  Memorial  Plaza,  this  masterpiece 
of  Tudor-Gothic  Architecture,  is  world-known- for  its 
exterior  and  interior  beauty. 

The  Carillon  in  its  212-foot  tower  is  one  of  the  finest 
in  the  United  States. 
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